
MINISTRY OF LABOUR 

ORDER 

New Delhi, the 2Ath September 1976 

S.O. 638(E).—Whereas in the opinion of the Central Government it is 
necessary and expedient so to do for maintaining supplies and services essential 
to the life of the community; 

And, whereas, any strike in the services connected with the supply of electrical 
energy to the public or with the generation and transmission of electrical energy 
in the State of Gujarat would prejudicially affect thp maintenance of supplies 
and services essential to the life of the community, "It is necessary and expedient 
to prevent strikes in the said services; 

Now, therefore, in exercise of the powers conferred by rule 118 of thp Defence 
and internal security of India Rules 1971, the Central Government hereby prohi¬ 
bits; with immediate effect, any strike in connection with any industrial dispute, 
in the said services for a period of six months, with effect from the 24th Septem¬ 
ber, 1976. 

[No. F.S. 42011/7/76/DI(A)l 
D. BANDYOPADHYAYA, Jt. Secy. 
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24fkTJ : 3% 1976 

VTo WTc 6 38 («f).—RfT: RWIT ^ TTH RfTPf %<$ 

STRVH?SrSPT Wk^lT ^TTP 77JR % fvPT snWFf: wk Rjfcffr $; 

5fk ■TIT:, ^SRTfT Tl^I if apffiT % fo? f?^[ 3T3f? 5TTW % TO fatfR 3^f % 
3PTFFT ^XTir^RTfSTcrfaF^ iRWT if ffrf j^f^FT % 3fkT % fan ETPTW^ 
5Rft sfk famr ^rni wf tt; stRt^t rrft ^r%*ff, m-, r*rt ^m^fr if ?s7rfaf 
jpt ipFTr sttowp ?fk iwfafa t; 

m:, m, RTTcr TsaT *rk ?rriarft^ •jew fazpr, 1971 % faqR 11 8 

im !Krr trrftcm m jrtft kjfta rwr 3^ fa-rnfr ir fkft srVsftfrr^T 

ffam it iNffar farfFf am swre ^sra 24 ffanarr, 1976 if 

utr qffjnarfa % farT srfcrfora ^reft | 1 

(tfo 'Tiro <I<T° 4201 1/7/7 6 —^fo I/(R)] 
fao ^JTfqmiPT, RlfRT fafal I 


RIT jp-r^, HTT?r aiW ffa^t rf«, 5 TTT tfVT 

tPPTCPT fTRFT, ifTTT Jpwfw 1976 
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